Directed Energy Torture Site. 

Year: late 2013 to summer 2014. 

Address: 520 West 162 St #51 New York, NY. 10032. Suspect #41 





I was on the top floor Apt 51 and the perpetrator was on the floor below 
Apt 41 where a window that had broken glass was always open with a red 
curtain concealing the inside. 



Electric field readings detected using a Tri-Field Meter placed on the floor. 























